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Message Text 


E.O. 11652: N/A 
TAGS: ASUP, OGEN 

SUB J : INSTALLATION SINK/STOVE UNITS AT E-l AND J-l 


1 . WE HAVE BEEN WORKING WITH THE CONTRACTOR TO UPGRADE THE 
CONDITION OF THE LIAISON OFFICER SHACKS AT E-l AND J-l. OVER THE 
MONTHS THEY HAVE DETERIORATED TO SUCH A POINT THAT SUBSTANTIAL 
RENOVATING WORK IS NECESSARY. IN ADDITION WE HAVE DETERMINED THAT 
FOR HEALTH REASONS AS WELL AS OPERATING EFFICIENCY WE SHOULD 
INSTALL SMALL KITCHENETTE UNITS SIMILAR TO THOSE THAT WE HAVE 

IN THE MODULES AT BASE CAOP. THERE IS SUFFICIENT SPACE FOR 
THE INSTALLATION OF THESE UNITS AND WE HAVE TWO IN STOCK WHICH 
ARE NOT BEING UTILIZED. THESE UNITS WILL PROVIDE THE LIAISON 
OFFICERS WITH ADDITIONAL SPACE WITHIN THE SHACKS ANDHDILL GIVE 
THEM APPROPRIATE FACILITIES FOR WASHING DISHES, COOKING, ETC. 

WE HAVE, THEREFORE AUTHORIZED E-SYSTEMS TO INSTALL THESE TWO 
UNITS FOR A TOTAL COST OF $521.53 WHICH INCLUDES ELECTRICAL 
AND PLUMPING $409.75; $63 FOR ENGINEERING AND LABOR COSTS; 

$13.86 GNA; $34.12 AS THE 7 PERCENT FEE. 

2. WE HAVE BEEN INFORMED BY E-SYSTEMS THAT THE CHANGE IN THE 
AS-BUILT DRAWING IS INCLUDED IN THIS COST AND THAT THERE WILL 
BE NO OTHER COST OR EXPENSES CONNECTED WITH THIS PROJECT. 
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